.. 
Receiving Report 


.I 


M h-i'CZif 
:l34T 


Yes 
~o 
--T 
N/A 
Yes 
No t,....' 
Yes 
~o 
L7" N/A 
N/A 
...,:s:::>r- 


N/A~ 


Dart P/O: 


Batch No: 


Release Note Attached: 
Waybill Attached: 
Shipment Complete: 
QC18 Inspection 
Work Order 


NOT- 
No 
Cr 
~ 
No 
./ 


Supplier: 


Date: 


Packing Slip: 
Yes 
Invoice: 
Yes 
Receipt: 
Cash 
New Supplier 
Yes 


Initials of Receiver 


Discre 
ancies 


Part Number 
Description 
Quantity 
Quantity 
Quantity 
Ordered 
Rec'd 
Short 


QC12 


CommentI NCR 
Number 


Production/Admin: 
Date 
Received/Costing 
Initial 


Location 


H:\FORMS\Purchasing\approved 
purch\RECREPORT 
Rev F 


AlR DYNAMICS 
19420B CLARK GRAHAM AVENUE 
BAlE D'URFE, QUEBEC 
H9X 3R8 


~ART 
AEROSPACE 


OrderFrom: 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A 1K7 
Tel: 613 632 9577 
Fax: 613 632 1053 


VC-AD001 


PURCHASE ORDER 


Purchase Order ID P023614 


Purchase 
Order 
Date 
4/3/2014 


PO Print 
Date 
4/3/2014 


Page Number 
1 of 2 


Ship To: 
DART AEROSPACE 
LTD 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A 1K7 
CANADA 


Contact 
Name 
Buyer 
Chantal Lavoie 


Vendor 
Phone 
514-457-4287 
Customer 
POID 


Customer 
Tax # 
10127-2607 


Ship To Contact 
Terms 
Net 30 


Ship To Phone 
Currency 
CAD 


Ship Via: 
FedEx PI collect 
FOB 
FCA - (Free Carrier) 


Ship Acct: 


Line 
Reference 
Description! 
ReqDate/ 
CD 
Req Qty/ 
PO Unit Price 
Extended 


Nhr 
Vendor 
Part 
Number 
MfgID 
Taxable 
Unit of 
Price 


Line Comments 
Measure 
Promise 
Date 


Delivery 
Comments 


1 
CB200 
Acrylic Adhesive, 
3.50 
4/11/2014 
25.00 7 
$11.50 
$287.50 


Yes 
Each 


S1;)~> 


4/11/2014 


~ 
CB200 
4/25/2014 
25.00 
$11.50 
$287.50 


Each p('1}/:t-~ 
4/25/2014 


Line Total: 
$575.00 


2 
71400-1i 
515X349 
PRIME OL KIT 
4/25/2014 
4.00 
$415.00 
$1,660.00 


Yes 
Each 


4/25/2014 


'-- 


Line Total: 
$1,660.00 
j 
• 


~*' 


.~ 


;1 


Note: 


4/3/2014 


AlR DYNAMICS 
19420B CLARK GRAHAM AVENUE 
BAlE DURFE, 
QUEBEC 
H9X 3R8 


~ART 
AEROSPACE 


Order 
From 
: 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A 1K7 
Tel: 
613 632 9577 
Fax: 613 632 1053 


VC-ADOOI 


PURCHASE ORDER 


Purchase Order ID P023614 


Purchase 
Order 
Date 
4/3/2014 


PO Print 
Date 
4/3/2014 


Page Number 
2 of 2 


Ship To: 
DART AEROSPACE 
LTD 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A 1K7 
CANADA 


Contact 
Name 


Vendor 
Phone 


Ship To Contact 


Ship To Phone 


Ship Via: 


Ship Acct: 


3 
71401-45 


514-457-4287 


FedEx PI collect 


PROCUREMENT 
QUALITY 
ClAUSES 


4/25/2014 


Buyer 


Customer 
POlO 


Customer 
Tax # 


Terms 


Currency 


FOB 


1.00 


Chantal 
Lavoie 


10127-2607 


Net 30 


CAD 


FCA - (Free Carrier) 


$0.00 
$0.00 


Procurement 
Quality Clauses 
A005 RIGHT OF ENTRY 
A012 CHEMICAL 
AND PHYSICAL 
TEST REPORTS 
A013 SHELF LIFE CONTROLLED 
MATERIAL; 
80% SHELF 
LIFE REQUIRED 
AT RECEIPT 
A016 PERSONNEL 
QUAUFICATION 
A026 CERTIFICATION 
OF MATERIAL 
CONFORMANCE 
A040 NOTIFICATION 
OF QUALITY 
ESCAPE 
A041 QUALITY 
MANAGEMENT 
SYSTEM 
A042 DART NOTIFICATION 
BY SUPPLIER 
A043 RETENTION 
OF QUALITY 
DOCUMENTS 


No 


4/25/2014 


Line Total: 


PO Total: 


$0.00 


$2,235.00 


N•." Tenns & Condition of Plrrchasing(Suppliers)and procrneme';~t~uses 
..-e an integral p..-t of 0", AS9100 
requirements. 
To learn in detail, please visit www.dartaerospace.com 
fOJ; further explaination. 


ChangeNbr: 
1 
Change 
Date: 
4/3/2014 


AIR DYNAMICS 
AD-1(A) 


~~~~fF~~ATLI(~~~~i~!;;J~~;, 
3~/Y ,50 
. 
NOMENCLATUREr.~j5G.'A%ttcs~6w 


PART NU 
BER CJ:;?~'O 
~ 
?.~DEL 
or TYPE 
: A 
. 


SEal" "'IMRER}9Br~;tWfJ$JOlJ,t/?#Il!/E15j~Ot5 


NEW 
~REPAIRED 
TI.JJ: 
.INSPECTED 
O~~ED 
MODIFIED................. 
[ 


PREVIOUS CERTIFICATION«'..3..Q 
..?Q..6fJ);~'iVEf;? ..(ll¥(\~~O; 
..~Qt:;Qbi 


I HEREBY CERTIFY THAT THE AIRCRAFT PARTS, }W~iANCES 
AND/OR M~IALS 
DEsrn~E~~ON 
0) 
WERE ACQUIRED FROM A SOURCE OF SUPPLY THAT IS CONSISTANT WITH THE CONDITIONS UNDER 
, 
:~~H.7!.~7rT",2T~7ab!llBUT~RAP~R~:~~ .. 
" 
~.~ 
~_'r_"':(,~' 


, 


, ,.~ 
~30506- 


. 22 AVR. 2014 


CLICK BOND INC. 
2151 LOCKHEED 
WAY 
CARSON 
CITY, NV 89706-0713 
PHONE: 
(775)885-8000 
FAX: 
(775)883-0191 


CERTIFICATION 
OF CONFORMANCE 


Customer: 


Customer PIN: 


AIR DYNAMICS 
COMPANY 
LTD 


..CB20a 


Customer PO: 


Quantity: 


030506 


100 


Customer Rev Number: 
0 
Lot Number: 
20136002-01-01 


Click Bond Rev Number: 0 


Click Bond PIN: 
CB200 
Click Bond Cage Code: 66530 


Adhesive 
Batch: 70047146 


SHELF LIFE: 
Room Temperature 
6 Months 
Exp. Date: 
15-0ct-2014 
Refrigerated (35-50 deg F) 
1 Year 
Exp. Date: 
15-Apr-2015 


As the authorized representative of Click Bond, Inc. the undersigned. warrants and represents: the product 
identified on this Certificate of Conformance has been manufactured, inspected and unless otherwise noted, 
conforms in all respects to the applicable customer purchase order, drawings, specifications and standards. The 
information appearing herein is true and accurate. This certificate may be used to induce payment with the 
knowledge the information and certification may be used as a basis for such payment. 


If no customer specific Quality Requirement is stipulated in your purchase order, goods produced are inspected 
to Click Bond's Registered Quality and Environmental Systems. The systems and procedures conform to the 
requirements of AS9100, ISO 9001, ISO 14001 and ISO 10012. 


Click Bond, Inc. certifies these goods were not manufactured with and do not contain ozone depleting 
substances, mercury, pure tin, pure zinc, cadmium, or radioactive material. 
Complete reports of physical and 
chemical tests and composition are on file for customer examination. 


Products represented by this certificate of conformance were manufactured in the United States of America and 
comply with the requirements of DFARS 252.225-7009 with Alternate 1. 


Where applicable, Click Bond warrants the performance of the fixtures for 10 years from the date of certification. 


4/15/2014 


Date of Certification 
V.N 


)I 
4- Click Bond - CB200 Adhesive - WHMIS Material Safety Data Sheet 


1. CHEMICAL PRODUCT AND COMPANY IDENTIFICATION 


Product Use/Class: ADHESIVE 
INFORMATION 
TELEPHONE 
#: (775) 885-8000 
EMERGENCY 
TELEPHONE 
#: 
(800) 255-3924 
(CHEMeTEL) 
OUTSIDE NORTH AMERICA #: (813) 248-0585 CALL COLLECT 
PREPARED 
BY: Engineering 
Dept. (775) 885-8000 


2. COMPOSITION/INFORMATION 
ON INGREDIENTS 


Product Name: CB200 
CLICK BOND, INC. 
2151 LOCKHEED WAY 
CARSON CITY, NY 89706 


Component 
Chemical Name 
CAS Number 
Range 
ACGIH 
ACGIH 
OSHA 
OSHA 
Skin 
TLV-TWA 
TLV-STEL 
PEL-TWA 
PEL-Ceiling 


B 
Methyl methacrylate 
80-62-6 
43 -49% 
50 ppm 
100 ppm 
410 mg/m3 
N.E. 
N.A. 
100 Dum 


B 
Methacrvlic 
acid 
79-41-4 
4-9% 
20 ppm 
N.E. 
N.E. 
N.E. 
N.A. 


B 
Methacrvlate 
nhosnhate 
ester 
52628-03-2 
0-5% 
N.E. 
N.E. 
N.E. 
N.E. 
N.A. 


B 
N,N-Dimethylaniline 
121-69-7 
0-5% 
5 ppm 
10 ppm 
25 mg/m3 
N.E. 
S 
5nnm 
B 
Zinc comnound 
1314-13-2 
0- 5% 
2 mg/m3 
10 mg/m3 
5 mg/m3 
N.E. 
N.A. 


B 
Calcium molYbdate 
7789-82-4 
0- 5% 
3 mgfm3 
N.E. 
5 mlr/m3 
N.E. 
N.A. 


B 
Amine curatiye 
38668-48-3 
0-5% 
N.E. 
N.E. 
N.E. 
N.E. 
N.A. 


A 
Enoxyresin 
25068-38-6 
5-6% 
N.E. 
N.E. 
N.E. 
N.E. 
N.A. 


A 
Isodecyl benzoate 
131298-44-7 
2-4% 
N.E. 
N.E. 
N.E. 
N.E. 
N.A. 


A 
Benzoyl peroxide 
94-36-0 
2-4% 
5 mg/m3 
N.E. 
5 mg/m3 
N.E. 
N.A. 


A 
Titanium dioxide 
13463-67-7 
0-1% 
10 mgfm3 
N.E. 
15 tTI.!dm3 
N.E. 
N.A. 


NA 
- Not Applicable, N.E. - Not Established, S - Skin Designation 


3. HAZARDS IDENTIFICATION 


*** EMERGENCY 
OVERVIEW 
***: Off-white Liquid, with Sweet odor (Component 
B) and White Paste, with No odor 
(Component A). Flammable liquid. Harmful if absorbed through skin. May cause allergic skin reaction. Causes skin and eye 
irritation. Causes respiratory tract irritation. 
EFFECTS 
OF OVEREXPOSURE 
- EYE CONTACT: 
Causes eye irritation. 
EFFECTS 
OF OVEREXPOSURE 
- SKIN CONTACT: 
May be absorbed through the skin in harmful amounts. Causes 
skin irritation. May cause skin sensitization. 
May cause dermatitis. 
May cause allergic skin reaction. 
EFFECTS 
OF OVEREXPOSURE 
- INHALATION: 
Causes respiratory 
tract irritation. May cause headache and nausea. 
EFFECTS 
OF OVEREXPOSURE 
- INGESTION: 
Harmful if swallowed. 
Ingestion 
is not an expected 
route of entry in 
industrial or commercial uses. 
EFFECTS 
OF OVEREXPOSURE 
- CHRONIC 
HAZARDS: 
May cause liver or kidney damage. Chronic skin contact 
may cause dermatitis. Prolonged 
or repeated contact may result in dermatitis. 
IARe has designated titanium dioxide (Ti02) 
as Group 2B - possibly carcinogenic 
to humans in dust form. However, 
a 
number of long term animal studies and human epidemiology 
studies evaluating Ti02 
and workplace 
exposure show 
insufficient evidence for carcinogenic affects. EPA, NTP and OSHA do not designate Ti02 
as a carcinogen 
and ACGIH 
designates Ti02 as A4 - not classifiable as a human carcinogen. Ti02 is not present in this product as a dust and no airborne 
exposure is expected during application. 
Contains N,N-Dimethylaniline. 
Excessive overexposure by skin absorption 
or ingestion may result in anoxia due to the 
formation of methemoglobin. 
This condition impairs the blood's ability to transport oxygen. ACGIH considers molybdenum 
to be an A3 carcinogen (confirmed animal carcinogen with unknown relevance in humans). 
PRIMARYcROUTE.(S) 
,OF ENTRY : ,Skin Contact, Skin Absorption, Inhalation, ;Ingestion,Eye-Contact. 


4. FIRST AID MEASURES 


FIRST AID - EYE CONTACT: 
Flush eyes immediately 
with large amount of water for at least 15 minutes holding eyelids 
open while flushing. Get prompt medical attention. 
FIRST 
AID - SKIN 
CONTACT: 
Flush 
contaminated 
skin with large amounts 
of water while removing 
contaminated 
clothing. Wash affected skin areas with soap and water. Get medical attention if symptoms occur. 
FIRST 
AID - INHALATION: 
Move person to fresh air. Restore and support continued 
breathing. 
If breathing 
is difficult, 
give oxygen. Get immediate medical attention. 
FIRST 
AID - INGESTION: 
If swallowed, do not induce vomiting. Give victim one or two glasses of water or milk. Call a 
physician 
or poison control center immediately 
for further instructions. 
Never give anything by mouth if victim is rapidly 
losing consciousness, 
unconscious 
or convulsing. 


CB200 WHMIS 
MSDS Rev. 3 
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5. FIRE-FIGHTING 
MEASURES 
f 
COnlponent 
A: 
;.! 
FLASH 
POINT: 
201°F, 93°C (Setaflash Closed Cup) 
AUTOIGNITION 
TEMPERATURE: 
N.D. 


Component 
B: 


FLASH 
POINT: 
65°F, 18°C (Setaflash Closed Cup) 
AUTOIGNITION 
TEMPERATURE: 
N.D. 


LOWER 
EXPLOSIVE 
LIMIT 
(%): 
Not Applicable 
UPPER 
EXPLOSIVE 
LIMIT 
(%): 
Not Applicable 


LOWER 
EXPLOSIVE 
LIMIT 
(%): 
1% (V) 
UPPER 
EXPLOSIVE 
LIMIT 
(%): 
8.8% (V) 


Components 
A and B: 


EXTINGUISHING 
MEDIA: 
Carbon Dioxide, Dry Chemical, Foam, Water Fog 
UNUSUAL 
FIRE 
AND EXPLOSION 
HAZARDS: 
Flammable 
liquid and vapor. Keep containers 
tightly closed. 
Isolate 
from heat, electrical 
equipment, 
sparks, 
open flame, and other sources of ignition. 
Closed containers 
may rupture 
when 
exposed to extreme heat. Use water spray to keep fire exposed containers cool. During a fire, irritating and/or toxic gases and 
particulate may be generated by thermal decomposition 
or combustion. 
SPECIAL 
FIREFIGHTING 
PROCEDURES: 
Wear full frrefIghting protective 
clothing, including self-contained 
breathing 
apparatus (SCBA). If water is used, fog nozzles are preferable. 


6. ACCIDENTAL RELEASE MEASURES 


STEPS 
TO BE TAKEN 
IN CASE 
MATERIAL 
IS RELEASED 
OR SPILLED: 
Keep non-essential 
personnel 
a safe 
distance 
away from the spill area. Remove 
all sources of ignition (flame, hot surfaces, 
and electrical, 
static, or frictional 
sparks). Avoid breathing 
vapors. Use self-contained 
breathing equipment. 
Notify appropriate 
authorities 
if necessary. 
Avoid 
contact. Using non-sparking 
tools, scoop the spilled material into an appropriate 
container for proper disposal. (If necessary, 
use inert absorbent material to aid in containing the spill.) 


7. HANDLING AND STORAGE 


HANDLING: 
Keep closure tight and container 
upright to prevent leakage. Ground and bond containers 
when transferring 
material. Avoid skin and eye contact. Wash thoroughly after handling. Avoid breathing of vapor or spray mists. Do not handle 
until all safety precautions 
have been read and understood. 
Use with adequate 
ventilation. 
Because 
empty containers 
may 
retain product residue and flammable vapors, keep away from heat, sparks, and flame; do not cut, puncture, or weld on or near 
the empty container. Empty containers should not be re-used. Do not smoke where this product is used or stored. 
STORAGE: 
Refer to OSHA 29CFR Part 1910.106 "Flammable 
and Combustible 
Liquids" for specific storage requirements. 
Store only in well-ventilated 
areas. Keep container closed when not in use. 


8. EXPOSURE CONTROLS/PERSONAL 
PROTECTION 


ENGINEERING 
CONTROLS: 
SuffiCient ventilation 
in pattern and volume should be provided 
in order to maintain 
air 
contaminant 
levels below recommended 
exposure limits. Sufficient ventilation (using explosion-proof 
equipment) 
should be 
provided to prevent flammable vapor/air mixtures from accumulating. 
RESPIRATORY 
PROTECTION: 
Contains 
a small amount 
of dirnethylaniline 
(OMA) 
which 
has poor 
odor-warning 
properties. If the exposure limit for DMA is exceeded, an air-supplied respirator is recommended. 
Otherwise, a properly-fitted 
NIOSH approved 
air-purifying 
organic vapor respirator 
is recommended. 
For emergency 
situations, 
confmed 
space use, or 
other conditions 
where exposure 
limits may be greatly exceeded, 
use an approved air-supplied 
respirator. 
Observe 
OSHA 
regulations (29CFR 1910.134) for respirator use. 
SKIN PROTECTION: 
Use neoprene, nitrile, or rubber gloves to prevent skin contact. If contact with the product is 
prolonged or repeated, Silver Shield or Butyl rubber gloves are recommended. 
EYE PROTECTION: 
Use safety eyew~ar including safety 
glasses with side shields and chemical goggles where splashing 
_.--- 
- --- --- 
- 
---- ----- 
-_._~ .. 
may occur. 
OTHER 
PROTECTIVE 
EQUIPMENT: 
Use disposable 
or impervious 
clothing if work clothing contamination 
is likely. 
Remove and wash contaminated 
clothing before reuse. 
HYGIENIC 
PRACTICES: 
Wash hands before eating, smoking, or using toilet facility. Food or beverages 
should not be 
consumed anywhere this product is handled or stored. Wash thoroughly after handling. 
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f' 
--- 
~ 
Component A: 


9. PHYSICAL AND CHEMICAL PROPERTIES 


APPEARANCE 
: White 
PHYSICAL STATE 
: Paste 
ODOR 
:No 
ODOR THRESHOLD: 
N.D. 
pH 
: N.A. 
(see section 16 for abbreviation legend) 


VOLATILE BY WEIGHT: 
5.98% 
VOLATILE BY VOLUME: 7.45% 
BOILING RANGE 
: 100°C 
FREEZE POINT 
: N.D. 


DENSITY, LB/GL 
: 10.00 lb/gal 
VAPOR PRESSURE 
: N.D. 
VAPOR DENSITY 
: Heavier than Air 
SOLUBILITY IN H20 
:Insoluble 
EVAPORATION RATE: Not Applicable 
COEFFICIENT OF WATER/OIL DISTRIBUTION: N.D. 


Component B: 
DENSITY, LB/GL 
: 8.69 lb/gal 
VOLATILE BY WEIGHT 
: 0.0% 
VAPOR PRESSURE 
: N.D. 
VOLATILE BY VOLUME : 0.0% 
VAPOR DENSITY 
: Heavier than Air 
BOILING RANGE : 101-193°C 
SOLUBILITY IN H20 :Insoluble 
FREEZE POINT 
: N.D. 
EVAPORATION RATE: Faster than n-butyl-acetate 
COEFFICIENT OF WATER/OIL DISTRIBUTION: N.D. 


APPEARANCE 
: Off-white 
PHYSICAL STATE 
: Liquid 
ODOR 
: Sweet 
ODOR THRESHOLD: 
N.D. 
pH 
: N.A. 
(see section 16 for abbreviation legend) 


10. STABILITY AND REACTIVITY 


CONDITIONS TO AVOID: Storage above 100°F and below 32°F. Exposure to sunlight, ultraviolet light irradiation. Avoid 
dropping or puncture of containers. High temperatures. 
INCOMPATIBILITY: 
Inorganic acids, organic acids, caustics, oxidizing agents, amines, peroxides, water, hydroxyl, or 
activehydrogen compounds. 
HAZARDOUS DECOMPOSITION PRODUCTS: Carbon monoxide, carbon dioxide, oxides of nitrogen, aldehydes. 
HAZARDOUS POLYMERIZATION: 
Hazardous polymerization will not occur under normal conditions. 
STABILITY: Product is stable under normal storage conditions. 


11. TOXICOLOGICAL 
INFORMATION 


PRODUCT LC50: No data 


LC50 
7800 mg/m3 4 h rat 
No Information 
No Information 
No Information 
No Information 
No Information 
No Information 
No Information 
No Information 
No Information 
No Information 


PRODUCT LD50 (ORAL): No data 
PRODUCT LD50 (DERMAL): No data 


COMPONENT TOXICOLOGICAL 
INFORMATION 


Component 
Chemical Name 
LD50 
B 
Methyl methacrylate 
7872 mg/kg rat 
B 
Methacrylic acid 
1060 mg/kg rat 
B 
Methacrylate phosphate ester 
No Information 
B 
N,N-Dimethylaniline 
No Information 
B 
Zinc compound 
7950 mg/kg mouse 
B 
Calcium molybdate 
No Information 
B 
Amine curative 
No Information 
A 
Epoxy resin 
No Information 
A 
Isodecyl benzoate 
>5000 mg/kg rat 
A 
Benzoyl peroxide 
7710 mg/kg rat 
A 
Titanium dioxide 
No Information 


LD50 <Dermal) 
>5 gmlkg rabbit 
500 mg/kg rabbit 
No Information 
1770uVkgrabbit 
No Information 
No Information 
No Information 
No Information 
No Information 
>1gm/kg mammal 
No Information 


12. ECOLOGICAL INFORMATION 


ECOLOGICAL INFORMATION: No information 


13. DISPOSAL CONSIDERATIONS 


DISPOSAL METHOD: 
Disposal should be done in accordance with Federal (40CFR Part 261), state, and local 
environmental control regulations. If waste is determined to be hazardous, use licensed hazardous waste transporter and 
disposal facility. 
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DOT UNINANUMBER: 
3108 
DOT HAZARD 
CLASS: 
5.2 
SECONDARY 
HAZARD: 
None 


14. TRANSPORTATION INFORMATION 


GeIieral: 
CB200 may be shipped as a 2 component acrylic adhesive kit under UN 3269 POLYESTER 
RESIN 
KIT. 


Component 
A: 


DOT PROPER 
SHIPPING 
NAME: 
Organic peroxide type E, solid 
PACKING 
GROUP: 
II 
EMERGENCY 
RESPONSE 
GUIDE 
NUMBER: 
145 


Component 
B: 


DOT PROPER 
SHIPPING 
NAME: 
Adhesives 
PACKING 
GROUP: 
II 
EMERGENCY 
RESPONSE 
GUIDE NUMBER: 
128 


DOT UNINA NUMBER: 
1133 
DOT HAZARD 
CLASS: 
3 
SECONDARY 
HAZARD: 
None 


PHYSICAL 
HAZARD: 
2 


The listed transportation 
classification 
applies to US DOT non-bulk road shipments. It does not address regulatory 
variations 
due to changes in package size, mode of shipment or other regulatory descriptors. 
For the most accurate shipping information, 
refer to your transportation/compliance 
department. 


15. REGULATORY INFORMATION 


INTERNATIONAL 
REGULATIONS: 
AS FOLLOWS- 


CEPA STATUS: 
All components 
of this formula are listed on the Canadian DSL list. 


CANADIAN 
WHMIS: 
This MSDS has been prepared in compliance with Controlled Product Regulations 
except for the use 
of the 16 headings. 


CANADIAN 
WHMIS 
CLASS: 
B2, DIA, D2B 


16. OTHER INFORMATION 


HMIS RATINGS 
- HEALTH: 
2* 
FLAMMABILITY: 
3 
* - indicates a chronic hazard; see section 3 


VOLATILE 
ORGANIC 
COMPOUNDS 


Calculated 
0.0 Ibs/gal, 0.0 grams/liter 


NOTE: In normal use, the acrylate monomer in this product is considered 
to be non-volatile 
and is polymerized 
during cure. 
For purposes of air quality regulations, 
the maximum amount ofVOC 
emitted is less than 5%. Actual emissions are a function 
of processing conditions. 
VOC is evaluated in combination with CB200 component A. 


LEGEND: 
N.A. - Not Applicable, 
N.E. - Not Established, N.D. - Not Determined 


DISCLAIMER: 
The information 
contained herein is, to the best of our knowledge 
and belief, accurate. However, 
since the 
conditions of handling and use are beyond our control, we make no guarantee of results, and assume no liability for damages 
incurred by use of this material. It is the responsibility 
of the user to comply with all applicable 
federal, state, and local Iaws 
and regulations. 
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